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XV. ACCOUNT 

OF RAIN, &C. THAT FELL AT CHARLESTOWN, MASSACHUSETTS, 

IN TEN YEARS. 

Br JOSEPH BARRELL, Esq. 
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Note. The rain gauge measures to -j^j of an inch. It was in an elevated situ- 
ation, about sixty feet above the level of high water, and so entirely detached, that 
it could receive no rain, but what fell immediately over it. The rain was gene- 
rally measured as soon as the weather was clear. 



Account of rain, that Jell in the year 1802. 



January 2669 June 1810 

February 453 July 2645 

March 4820 August 3790 

April 1075 September 3050 

May 6300 October 3220 
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Mr. Barrett's meteorological observations. 105 

Account of snow from the year 1786 to the year 1802, both included. 

1786 Sixteen snows this season ; the first 21 Nov. 1785, the last 
1 April ; this last by far the most severe for the season. 

1787 Twenty eight snows this season ; the first 30 Oct. 1786, the 
last 22 April. 

1788 Eighteen snows this season ; the first 7 Dec. 1787, the last 9 
March. — There were a few flakes the 21st of April. 

1789 Twenty three snOws this season ; the first 1 Dec. 1788* the last 
1 April. 

1790 Thirty two snows this season ; the first 3 Dec. 1789, the last 
28 April ; the last as severe as any in the season. Coldest day 
this season 14 Feb. Glass 9° below 0. 

1791 Twenty one snows this season ; the first 27 Nov. 1790, the last 
19 March. Mem. Within thirty miles of Boston the snow fell 
over shoes the 27th of April. Coldest day in Feb. Glass at 4°. 

1792 Eighteen snows this season; the first 23 Oct. the last 16 March. 
Coldest day 22 Jan. Glass 8° below 0; Mem. The ice was 
the eighth of an inch thick the 14th of April. 

1793 Thirteen snows this season ; the first 23 Nov. 1792, violent, 
the last 21 March. Coldest day 26 Dec. Glass at 6°. 

1794 Thirteen snows this season ; the first 28 Oct. 1793, the last 3i 
March. Coldest day 5 March. Glass at 1°. The 17th of May 
ice made considerably thick. This was said to have been 

the coldest season known for many years. 

1795 Sixteen snows this season ; the first 14 Nov. 1794, the last 16 
March. The fifteenth snow was on the 14th of March, and as 
severe a storm, as had been known for many years. Coldest 
day 26 Feb. Glass at 2°. 
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106 Mr. Barren's meteorological observations. 

1796 Twenty four snows this season ; the first 14 Dec. 1795, the. 
last 10 April The twenty first snow was on the I7th of March, 
the most severe in the season. Coldest day 24 Dec. Glass 
4° below 0. 

1797 Twenty five snows this season ; the first 24 Nov. 1796, the last 
18 April. The two last, 13 and 18 April, very severe storms. 
The last frost this season 15 May. Coldest days 21 and 28 
Dec. Glass 2° below 0. 

1798 Twenty one snows this season ; the first 11 Nov. 1797, the last 
17 April, a very severe storm, continued on the ground till the 
18th at night. Coldest day 2 Feb. Glass 5° below 0. Mem. 
On the 19th of May there was a white frost. 

1799 Eighteen snows this season ; the first 1 Nov. 1798, the last 
12 May, a shower only. Coldest day 5 Jan. Glass 1 1° below 0. 

1800 Eighteen snows this season ; the first 1 Dec. 1799, the last 23 
March, a very severe storm, and much snow fell. Coldest day 
29 Jan. Glass 6° below 0. Mem. A frost 2 May. Mem. From 
the 3d of April to the 3d of May, just thirty days, there fell 9 T * ff 
inches of rain. 

1801 Ten snows this season ; the first 11 Nov. 1800, the last 10 A- 
pril, when the snow in the country fell very deep. This season 
was so fine, that no extra cold was attended to so as to be min- 
uted. 

1802 Thirteen snows this season ; the first 2 Dec. 1801, the last 15 
April. There was a frost the 6th of May. Coldest day 6 
Feb. Glass 5° below 0. Mem. Ice made £ inch the 29th 
of April. 

(Q* I have no way to measure the snow. 



